Town of Arlington 
Select Board 

Meeting Agenda 

November 4, 2019 
7:15 PM 

CANCELLED Select Board Chambers, 2nd Floor, Town Hall 


Next Scheduled Meeting of Select Board November 18, 2019 



Town of Arlington, Massachusetts 

Next Scheduled Meeting of Select Board November 18, 2019 


